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(LIMITED) 


Incorporated by Letters Patent under the Ontario 
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Authorized Capital, $100,000.00 
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The Ideal Cylinder Snow Plow Com- 
pany, Limited, has been incorporated for the 
purpose of manufacturing, selling and 
operating the Ideal Cylinder Snow Plow and 
of selling the right and privilege to build or 
operate the same. 

The Company is Capitalized at $100,000. 
The said Capitalization consists of 10,000 
shares of $10.00 each, par value. 
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Merits of Plow 


As to the capacity and merits of the 
Plow the Directors submit the following ex- 


tract from 


The Engineer’s Report 


E. D. Weber, Esq., 
Wiarton. 


Dear Sir—- 


In response to your wishes, I herewith 
submit a general description of the con- 
struction of the Ideal Snow Plow, for which 
I prepared drawings, embodying the im- 


provements of the Inventor, E. Bowman. 


From the description and the drawings 
a very clear idea of the simplicity of the con- 
struction may be obtained. The Plow is de- 
signed to make a cut through a bank of snow 
eleven feet wide by ten feet high, at a speed 
of about six to eight miles per hour, or in 


other words, the Plow is capable of removing 
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three million five hundred thousand cubic 
feet of snow per hour (3,500,000 ft.). In 
banks ot five feet high the plow could be 
pushed through at double the above mention- 


ed speed. 


The snow will be lifted by the Expeller 
blade and thrown upwards and outwards, at 
an initial velocity of 5655 feet, or over one 
mile per minute, almost every particle being 
thrown clear of the cutting, moreover the 
banks on either side of the plow would be 
carried away at an angle of about forty 
degrees by the discharge of the snow at such 
a high velocity, thus obviating the danger 
of the sides of the cutting falling into the 


track after the plow has left the cut. 


The construction is of the simplest kind, 
there are no gear wheels to get out of order 
and absorb power by friction. The two 
steel belts are noiseless and almost friction- 
less and are guaranteed by the makers. 
The Expeller is of simple construction and 


should any one of the blades get damaged 
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or broken it can be readily replaced. In 
fact the whole car and machinery has been 
carefully designed to meet the severe work 
it is intended for, having a large surplus 
margin of strength in all parts, at the same 


time the cost has not been lost sight of. 


(Sods) BVVimie BLiAaws 
Consulting Engineer, 


Toronto, Ont. 


Legal Requirements 


In accordance with the provisions of an 
Act respecting ‘‘Prospectuses issued by 
Companies” passed at the last session of the 
Local Legislature, the following information 


is given: 


(a) The names, descriptions and addresses 
of the original Incorporators and the 
number of shares subscribed for by them 


respectively are as follows : 
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Digitized by the Internet Archive 
in 2024 with funding from 
University of Toronto 


https://archive.org/details/prospectusidealcO0idea 
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(b) 


Alexander Grant MacKay, Barrister, 


Owen Sound, Ten shares. 


Arthur Hamilton Hough, Physician, 


Wiarton, Ten shares. 


Elias D. Weber, Merchant, Wiarton, 


Ten shares. 


M. M. Hiles, Cement Manufacturer, 


Atwood, Ten shares. 


George Currie, Gentleman, Atwood, 


Ten shares. 


The remuneration of the directors shall 


be $5.00 per meeting. 


The names, descriptions and addresses 


of the directors are as follows: 


Alexander Grant MacKay, Barrister, 


Owen Sound. 


Arthur Hamilton Hough, Physician, 
Wiarton. 

Elias D. Weber, Merchant, Wiarton. 
M. M. Hiles, Cement Manufacturer, 
Atwood. 


George Currie, Gentleman, Atwood. 
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(d) 


The minimum subscription on which 
the Directors may proceed to allot- 
ment of stock is $10,000 and the amount 
payable on application is Ten per cent. 


of the amount applied for. 


Subsequent calls upon shares, not ex- 
ceeding twenty-five per cent. of the 
amount subscribed for, shall be made 
upon the second Tuesday of the month 
next following the month of allotment 
and, if necessary, upon the second Tues- 
day of each subsequent month, until 
the whole of the amount subscribed is 


paid. 


The number of shares agreed to be 
issued as fully paid up shares, other- 
wise than in cash, (being the considera- 
tion for the purchase of the Canadian 
Patent) shall be one-half of the whole 


capitalization. 


The Company have purchased and 
acquired from Elias D. Weber all right, 


title and interest, of, in and to Patent 
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(k) 


(1) 


issued for the Dominion of Canada of 
the said Ideal Cylinder Snow Plow and 


which Patent is Numbered 87516. 


No shares or debentures shall be paid 


for any good-will. 


No commission for subscribing or 
agreeing to subscribe shall be paid, but 
from Five to Ten percent. will be paid, 


if necessary, for procuring subscriptions. 


The estimated amount of preliminary 


expenses will be $1000. 


No money, whatever, shall be paid, nor 


shares of stock given, to any promoter. 


The date of contract between the said 
Elias D. Weber and the Company is the 
4th day of September, 1906, and the 
said Contract may be inspected at the 


Company’s Head Office. 


The names and addresses of the propos- 
ed Auditors are C. A. Fleming and A. 
F. Armstrong, Chartered Accountants, 


Owen Sound, Ontario. 
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(n) 


No Director has any interest in the 
Company otherwise than hereinbefore 
appearing, or than as the subscription 


list may show. 


Dated at Owen Sound this 28th day of 
September, A.D. 1906. 


A. G. MacKay A. H. HouGu 
E. D. WEBER GEORGE CURRIE 


M. M. HItgEs. 
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